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The dam being coiistnicted in connection with the Jablanica hydroelecjtti.c 
project wi3-l be 83 meters high and approxiisatelj 25^ meters long at the 25X1 X 
crowHc. The conetmetion of the dam will necessitate changing the 
position of the highway and railroad lin©c. Work is proceeding very slowlyo 
The excavation of the flanks i» finished, but It hsvs barely started in 
the center.. One of the two galleries is already in use and the other wi3JL 
b® soon. The coffer dam upstream is nearly completed^^ It consist^s of two 
slui-ce gates for the disposal of excoptional floods^ The only eq^iipment 
at this location is a siaaJ.i crane, but a cable ciane is to bo inst^alled . 

I*h© building of the track for the cable crane causcid la^deUcies wlii.ch 
fillM th© exca.vations of the flanks, and these h&d to be cleared for a 
second tim©a Klocks of rock still threaten to collapse on the southern 
slopes. 5 

Xisbor consists m«i3.nly of forced laborers and a brigade of your<g vol,unt'6ors 
who follow each other in (paiek succession, and whose output Is^pooi:’.. T?/o 
Gexmaii engineers are employed on the project. 








